Remote Control Mirror System 
GLASS/WINDOWS/MIRRORS 





6. Remote Control Mirror 
System 


A: WIRING DIAGRAM 
<Ref. to WI-178, Remote Control Mirror System.> 


B: INSPECTION 


Symptom Repair order 
. Fuse (F/B No. 6) 
. Mirror switch 

. Wiring harness 

. Mirror switch 

. Mirror motor 

. Wiring harness 

. Mirror switch 

. Mirror heater 

. Wiring harness 








All function does not operate. 





One side of the mirror motor 
does not operate. 





Mirror heater does not operate. 
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